mtoe 


Energy Source Consumption Comparison 


Global Electricity = only 15% of Global Energy Consumption 
1 Billion people off-grid with no access to electricity 

* Traditional Bio-mass i.e. Burning Wood, Dung (& coal) 

= 3 Billion people Breath Smoke to Cook & Keep Warm 


Solar 0.4% 
Other renewables 0.4% 
Wind 0.7% 


Nuclear 1.7% 





Hydro 2.7% 


* Traditional bio-mass 7.1% 


Natural Gas 24% 








Coal 28% 






Crude Oil 35% 














Big Fossil TOTAL 87% 
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